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X T JB»ODERN trends in architecture, 
particularly in the style and ornamentation of oflfice and other 
commercial buildings, have brought about changes in the design of 
the materials that enter into their construction and equipment. 

The new hardware illustrated in this pamphlet shows the in- 
fluence of current thought in the architectural field. These ex- 
amples of metal work produced by Sargent are characteristic of 
the movement away from traditional forms of artistic expres- 
sion; they are appropriate for use in the buildings designed by 
progressive architects in a style that has not yet reached its full- 
est development. As new ideas in architectural form and ex- 
pression develop, other hardware will be produced by Sargent 
to conform to the advancement of the times. 

The designs in this pamphlet designated as proprietary were 
conceived by architects for individual buildings and are shown 
as examples of special work. The standard designs, which bear 
identifying trade numbers, are the work of Sargent designers 
and can be supplied for any building. All these designs have 
been executed in the Sargent workshops by experienced metal 
workers whose craftsmanship is unexcelled. 

In harmony with the use in modern buildings of diflFerent 
metals and finishes, the standard designs can be supplied in 
bronze and brass in natural colors and in the established archi- 
tectural finishes, also in white bronze, silvery in tone and the 
same color all through. Combinations of two metals or finishes 
can also be furnished for some of the designs. 

For large and important work we are prepared to cooperate 
with architects in the production of hardware in special designs 
harmonizing with the architectural style of the building and 
carrying out the ideas of the architect. 




"Union" Lock Sets 

Knob, 214 Inches 
Plate, 3V2 X i'/g Inches 

No. 9805V2 M T 

Without Demountable Feature 



No. 19805V2 M T 
With Demountable Knob and 
Exchangeable Cylinder 



"Union" Lock Sets 

Knob, 2Vi Inches 
Plate 31A X *y. Inches 

No. 98051/2 M P 

Without Demountable Feature 
No. 198051/2 M P 

With Demountable Knob and 
Exchangeable Cylinder 
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